TravelView 

BINOCULARS 



CaptureView 



GET CLOSE TO THE ACTION. . . AND CAPTURE IT! 
PRINT OR EMAIL PICTURES FROM AN EVENT WITH 
THIS BINOCULAR/DIGITAL CAMERA COMBO. 

■ Full function binocular and a digital camera with 8MB memory. 

■ Take up to 40 pictures with VHI resolution (640 x 480), 
or 100 pictures with LO resolution (320 x 240). 

■ Transfer photos to your PC with USB connection. 

■ Automatic Exposure and White-balance control. 
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